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9203030237 Informs that based on info presented during 920205 mgt meeeting in
Region 2 ofc.NRC will conduct electrical distribution sys functional insp at plant begin-
ning early spring of 1993.Meeting summary & handouts encl.

GIBSON.A.F. Region 3 (Post 820201). 92/02/14. HAMPTON.J.W. Duke Power Co.
32pp. 60754:313-60754:344.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of OperationaS Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203100194   Forwards  insp  repts   50-269/92-02,50-270/92-02   &   50-287/92-02   on
920113-17 & notice of violation.NRC concerned about violation due to misclassifica-
tion of emergencies or errors in implementing emergency plan.
CLINE.W.E. Region 2 (Post 820201). 92/02/20. HAMPTON.J.W. Duke Power Co. 3pp.
60845:019-60845:037.

-9203100198 Notice of violation from insp on 920113-17.Violation noted: licensee had
not met specific requirements of paragraph 4.1 of compliance manual section 3.5.

*  Region 2 (Post 820201). 92/02/20. 2pp. 60845:022-60845:023.

-9203100202   Insp   repts  50-269/92-02,50-270/92-02  &   50-287/92-02   on   920113-
17.Violation noted.Major areas inspected:emergency preparedness.including review of
programmatic elements, emergency plan/implementing procedures & facilities.
SALYERS.G.,  RANKIN.W. Region  2  (Post 820201).  92/02/20.   14pp.  60845:024-
60845:037.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203180112 Submits notice of delay of inspector access to plant during 920127 radi-
ation protection insp 92-06.Inspector listed on current NRC site access list & waited
approx 4.5 h to gain access into site.Review of matter requested.
CLINE.W.E. Region 2 (Post 820201). 92/02/26. HAMPTON.J.W. Duke Power Co. 3pp.
60936:077-60936:079.

9203020183 Responds to NRC 920114 Itr re violations noted in Insp Repts 50-269/91-
35,50-270/91-35 & 50-287/91 -SS.Corrective actions:valves returned to procedurally
designated status & training package issued to require review of events.
HAMPTON.J.W. Duke Power Co. 92/02/27. Document Control Branch (Document
Control Desk). 3pp, 60783:134-60783:136.

9203100193 Notification of significant licensee meeting on 920313 w/SALP board mem-
bers to discuss performance of facility during 900801-920201.

BELISLE.G.A. Region 2 (Post 820201 . 92/02/27, Region 2 (Post 820201). 4pp.
60845:015-60845:018.

9203180118 Forwards insp repts 50-269/92-03.50-270/92-03 & 50-287/92-03 on
920105-0201 & notice of violation.Concerns indicate continued pattern of failure to
meet procedural requirements & procedures.

HERDT.A.R. Region 2 (Post 820201). 92/02/27. HAMPTON.J.W. Duke Power Co.
3pp. 60936:096-60936:117.

-9203180126 Notice of violation from insp on 920105-0201 .Violation
noted:documentation of fuel assemblies & component shuffle within spent fuel pool
inadequate.

*  Region 2 (Post 820201). 92/02/27. 2pp. 60936:099-60936:100.

-9203180136 Insp repts 50-269/92-03,50-270/92-03 & 50-287/92-02 on 920105-
0201 .Violations noted.Major areas inspected: operations,surveillance testing,maint
activities,sys walkdown & insp of open items.

HARMON.P.E., DESAI.B.B., POERTNER.W.K.  Region 2 (Post 820201). 92/02/26.
17pp. 60936:101-60936:117,

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203230033 Ack receipt of 920218 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-269/91-31. 50-270/91-31 & 50-287/91-31.
HERDT.A.R. Region 2 (Post 820201). 92/02/28. HAMPTON.J.W. Duke Power Co.
3pp. 60984:053-60984:055.

9202250331 NRC Info Notice 92-019. "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020. "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203230010 Ack receipt of 920213 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-269/91-34, 50-270/91-34 & 50-287/91-34.
HERDT.A.R. Region 2 (Post 820201). 92/03/03. HAMPTON.J.W. Puke Power Co.
2pp. 60984:010-60984:011.

9203180155 Forwards insp repts 50-269/92-05,50-270/92-05 & 50-287/92-05 on
920127-31. No violations or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 92/03/04. HAMPTON.J.W. Duke Power Co.
3pp. 60936:210-60936:226.

-9203180159 Insp repts 50-269/92-05,50-270/92-05 & 50-287/92-05 on 920127-31.No
violations noted.Major areas inspected: observation of automated ultrasonic exams of
reactor vessel & evaluation of exam data.

COLEY.J.L,   BLAKE.JJ.   Region   2   (Post  820201).   92/03/02.   14pp.   60936:213-
60936:226.

9203180125 Forwards insp repts 50-269/92-06,50-270/92-06 & 50-287/92-06 on
920127-31.Violations noted but not cited.

CLINE.W.E. Region 2 (Post 820201). 92/03/06. HAMPTON.J.W. Duke Power Co. 3pp.
60936:131-60936:143.

-9203180129 Insp repts 50-269/92-06,50-270/92-06 & 50-287/92-06 on 920127-
31.Violations noted but not cited.Major areas inspected:occupational exposures during
extended outages.

SHORTRIDGE.R.B., TESTA.E.D., POTTER.J.P. Region 2 (Post 820201). 92/03/02.
10pp. 60936:134-60936:143.

9203180024 Forwards insp repts 50-269/92-07,50-270/92-07 & 50-287/92-07 on
920210-14. No violations or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 92/03/09. HAMPTON.J.W. Duke Power Co.
4pp. 60935:033-60935:041.

-9203180027 Insp repts 50-269/92-07,50-270/92-07 & 50-287/92-07 on 920210-14.No
violations noted.Major areas inspected:snubber surveillance program.reactor bldg sec-
ondary shield wall tendon surveillance program & previously inspected items.
LENAHAN.J.J.,  BLAKE.JJ.  Region 2 (Post 820201).  92/03/06. 4pp. 60935:037-
60935:041.

9203200005 Forwards revised response to violation 91-34-01 from insp repts 50-269/
91-34,50-0270/91-34 & 50-287/91 -34.Corrective actions:resetting RPS & procedure
changes to control rod drive sys.

HAMPTON.J.W. Duke Power Co. 92/03/12. Document Control Branch (Document
Control Desk). 3pp. 61056:354-61056:356.

9203230257 Responds to NRC 920220 Itr re violations noted in Insp Repts 50-269/92-
02,50-270/92-02 & 50-287/92-02.Corrective actions: operations clerical support per-
sonnel counseled re need to update controlled documents per distribution Itr.
HAMPTON.J.W. Duke Power Co. 92/03/17. Document Control Branch (Document
Control Desk). 3pp. 61077:281-61077:283.

9203260162 Advises that response to NRC Bulletin 89-001,suppi 2, "Failure of Westing-
house SG Tube Mechanical Plugs," acceptable.

WIENS.LA. Project Directorate II-3. 92/03/20. HAMPTON.J.W. Duke Power Co. 4pp.
61093:151-61093:154.

R. Periodic operating reports & related correspondence

9203030058 "1991   Semi-Annual Radioactive Effluent Release  Report" for Jul-Dec
1991.W/920227ltr.
HAMPTON.J.W. Duke Power Co. 91/12/31. 64pp. 60796:115-60796:178.

9203030074 "1991 Oconee Nuclear Station Personnel Monitoring Report." W/920226
Itr.
HAMPTON.J.W. Duke Power Co. 91/12/31. 6pp. 60802:020-60802:025.

9203020135 Forwards fitness-for-duty program performance data for Jul-Dec 1991.
TUCKER.H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con-
trol Desk). 13pp. 60766:335-60766:347.

9203230232 Forwards revised "1991 Oconee Nuclear Station Personnel Monitoring
Rept," correcting error in computer codes used to compile dose distribution data for
five work groups & address used in initial submittal of rept.

HAMPTON,J.W. Duke Power Co. 92/03/12. Office of Nuclear Regulatory Research.
Director (Pre 860720). 2pp. 61077:207-61077:213.

-9203230235 Revised "1991 Oconee Nuclear Station Personnel Monitoring Rept."

*  Duke Power Co. 91/12/31. 5pp. 61077:209-61077:213.

9203170244 Forwards monthly operating rept for Feb 1992 for Oconee Nuclear Station
& revised monthly operating rept for Jan 1992.

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 2pp. 60982:040-60982:057.

-9203170048 Monthly operating repts for Feb 1992 for Oconee Nuclear Station.
WILLIAMS.R.A. Duke Power Co. 92/02/29. 15pp. 60982:042-60982:056.

-9203170262 Revised monthly operating rept for Jan 1992 for Oconee Nuclear Station.

*  Duke Power Co. 92/01/31. 1p. 60982:057-60982:057.

S. Reportable occurrences, LERs & related correspondence

9203260192 NPDES noncompliance notification:on 920304,sanitary treatment sys sand
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc-
ess of evaluating some form of shading to control algae growth.
ATHERTON.N.G. Duke Power Co. 92/03/17. GLEASON.R. North Carolina, State of.
5pp. 61129:229-61129:233.

9203260042 NPDES noncompliance notifications 920307,rainfall event exceeding 1.25
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/
low pH value.Values returned to within normal range on 920309.
ATHERTON.N.G.   Duke   Power   Co.   92/03/19.   North   Carolina,   State   of.   2pp.
61128:029-61128:030.rity of the State of New York (New York Power Authority). 91/10/11.
